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PAGE 01 PARIS 32769 161618Z 

47 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024 W 

055883 

R 161552Z DEC 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6117 

UNCLAS PARIS 32769 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, FR 

SUBJECT: FDA ADVISORY - HEME-ALERT BLOOD LEAK DETECTOR 

REF: STATE 292718 DATED DEC. 1 1. 1975 

1. AS REQUESTED, POST CONTACTED MR. CIBAULT, MARKETING 
DIRECTOR TRAVENOL LABORATORIES, 78370 PLAISIR, FRANCE, 

TO DETERMINE IF CONSIGNEE HAD RECEIVED NEW INSTRUCTIONS 
CONCERNING USE OF HEME- ALERT BLOOD LEAK DETECTOR. 

2. MR. CIBAULT STATED THAT HE HAD RECEIVED ADVISORY 
LETTER AND TELEX AND WAS WELL AWARE OF THIS PROBLEM. 
RUSH 
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